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28H REPERFORATOR UNIT 
WIRING DIAGRAM 


1. GENERAL 


1.01 This section shows the wiring of 28H reperforator unit 
for general purpose use. The unit mounts on a 28D typ- 
ing reperforator base. 
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AA NOTES: 


CONNECTOR |. CONNECT SELECTOR MAGNETS 
AS SHOWN FOR 20 OR 30 
MA OPERATION. 


SEE NOTE | 
FOR 20 OR 30 
MILLIAMPERE OPERATION 


[fee ae 


B 


SELECTOR MAGNETS 
FOR 60 MILLIAMPERE 
OPERATION 
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